224 Trinkflaschenhalter bottle cages 


Trinkflaschenhalter RETRO 


Material: Aluminium und Leder 
Gewicht: 95g 
# 300 296 01 


VE = 10/100 Stück 


Trinkflaschenhalter RETRO 


Material: Aluminium und Leder 
Gewicht: 95g 
# 300 286 01 


VE = 10/100 Stück 


Trinkflaschenhalter Nirosta 


Material: rostfreier Stahl und Leder 
Gewicht: 78.9 
# 300 295 00 


VE = 10/100 Stück 


Aluminium-Trinkflaschenhalter 


Abmessung: 6 mm 
#300 20301 silber 
#300 20401 schwarz 
#300 285 00 weiß 


VE = 10/100 Stück 


Bottle Cage RETRO 


Material: aluminium and leather 
Weight: 959g 
# 300 296 01 


Unit = 10/100 pieces 


Bottle Cage RETRO 


Material: aluminium and leather 
Weight: 959g 
# 300 286 01 


Unit = 10/100 pieces 


Bottle Cage Stainless 


Material: stainless steel and leather 
Weight: 789 
# 300 295 00 


Unit = 10/100 pieces 


Aluminium Bottle Cage 
Size: 6 mm 
#300 203 01 silver 
# 300 204 01 black 
#300 285 00 white 


Unit = 10/100 pieces 
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